DART AEROSPACE LTD 
Work Order: 


Description: Upper Deflector 
Part Number: 
647.1510 
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INSPECTION SHEET 


Drawing 


Dimension 
Tolerance 
Actual 


Dimension 
Accept 
Reject 
Method of 
Inspection 
Comments 


0.13x45° 
+/-0.010 X 0.5° 
00.177 
+0.005/-0.001 
0.30 X 23° 
+/-0.010 X 0.5° 
2.110 
+/-0.005 
4.220 
+/-0.005 
5.026 
+/-0.005 
0.310 
+/-0.005 
67.1° 
+/-0.5° 
00.188 
+0.005/-0.001 
12.828 
+/-0.005 
0.70 
+/-0.010 
0.340 
+0.000/-0.005 
0.04 X 45° 
+7-0.010x0.5° 
0.38 
+/-0.010 
13.81 
+/-0.010 


Measured by: 
Checked by: 
QC Inspector: 


Date: 
Date: 
Date: 


Engineering Approvai: 
______________ (If necessary) 
Date: 


Rev 
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Revised by 
Approved 
A 
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